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29 June 1951 


MEMORANDUM FOR: DEPUTY DIRECTOR (PLANS) 


SUBJECT: 


REFERENCE: 


ER-1-831U 


With further reference to your memorandum of 26 


May 1951 asking whether this office had any interest 


I have been advised by 


that he does 


not wish to employ I 


This office, therefore, 


has no interest in 


at this time* 



CHARLES V. HULICK 
Executive Assistant 
ADPC 
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